FY 2016: Year In Review 


CON Applications and Non-Applicability Requests Processed 


Type of Project Number of Applications/Requests Proposed Capital Costs Approved [_tewoved_| winerawn | Deed 


Equipment TS*~*~*«m QS BDTBDtC(C«‘C:«‘C*W 730,789 
Hospital & LTCH $69,286,529 
ICF/SNF $133,432,424 


RCF/ALF $220,692,546 
2 Categories of Care $36,743,246 


SUB-TOTAL $555,885,534 


Non-Applicability pS 813,740,979 740,979 


Long-Term Care Projects 


Project Types RCF/ALF ICF/SNF 2 Categories of Care LTCH TOTAL 


Apps RCF/ALF SNF/ICF 
& Reqs Beds Beds 
Full Applications 
New Facility 75 
Add Beds 0 


Expedited 
Applications 


Bed Purchase* 


Bed Replacement* 


Renovate/ Modernize 


Non-Applicability 
10-Bed/10% 
<S$600,000 
Non-Substantive 


CON - Certificate of Need 

RCF - Residential Living Facility 
ALF- Assisted Living Facility 
ICF - Intermediate Care Facility 
SNF - Skilled Nursing Facility 


LTCH - Long-Term Care Hospital 


